TACTICAL RESPONSE REPORT/Chicago Psifee Department 


2. ADDRESS OF OCCURRSvCE 



1.DATE OF IHCiDENT 

TIME 

13-OCT-2011 

I 09:17:00 


■UUttadiHiHiHlliiy 


13. LOCATIOW CODE 

277 


14. DATE OF APPT, 

“DEC-2002 


20. LAST NAJi^E 


'. FIRST NAME 

is. STAR NO. 

3. SEX 

ANDREW J 

114373 




ilS. EMPLOYEE NO. 


[IS. UNIT a SEAT OF ASSIGNMENT 


r?. DUTY STATUS 18. MEMSER iNJURED? 

I ] 


.M.l. 

;23. SEX 

24. RACE 


I I joi M ^82 F 

BLK 


19. MEMBER !N UNIFORM? 

Q] 01 Yes 15 



33, WHERE WAvS MEDiCAL TREATMENT OBTAINED? ! 

ST (ySARY OF NAZARETH HOSPITAL CENTEF I 


i34. BY WHOM? 


130. WAS SUBJECT AFtMEU?OTHKR 
01 Yas [5?] 02 No 


[35. CONDITION 


31. SUBJECT INJURED? 

j5?loiVes j io; 


36, CHARGES PLACED 

*#*)li*iBiB*»*il[4r****«*®********* 


Pio^AS^ N3XT PAO£ *********** ** ****************'********** 


NDITION P"; 01 AppsrenJiy Nomisi 

103 HospSaSzad | | 04 Not Hoapltalizeef 


[~1dna 37,CaNO. 


AaSAAANT-AaSAULT 



DID NOT FOLLOW 

£ ^ 

VERBAL DiRECTiON 

si 

STiFFENEO j , 

(OE.AD VS^iGHT) 1 1 

S3 U 


s< 

CiG 

OTHER 


MEMBER PRESENCE 
VERBAL COMMANDS 

fft Uj 

g ESCORT HOLDS i 

UJ ^ WRiSTLOCK “I 

S a, ARMBAR r "T 

« ja —■ 

^ UJ PRESSURE SENSITIVE AREAS I 

S ^ — 

CONf ROL INSTRUMENT 

OC/CHEMiCAL WEAPON 
W/AUTHORiZATiON 
OTHER _ 


OC/CHEMiCAL WEAPON AUTHORIZED BY (NAME) 


FLED 


PULL£0 AWAY 

□ 

OTHER ___ 


OPEN HAND STRIKE 

n 

TAKE DOWN / EMERGENCY 
HANDCUFFING 

□ 

OC CHEMICAL WEAPON 

□ 

CANINE 


TASER (Pfobd Diaclisrs*) 

□ 

TASER (Gonlaa Stun) 

□ 

TASER (Laser Targatad) 

□ 

TASER (Saatlt OisjsUtyed) 

[ 1 

OTHER _ 



IMMINENT THREAT 
OF BATTERY 


Ct-OSEO HAND 
STRIKE/PUNCH 


IMPACT WEAPON 
{Dasc^be in Skar 40) 


182S7009 


ASSAILANtlBATTesV 


ATTACK WITH WEAPON |-1 

ATTACK WIinOUT I-, 

WEAPON I_I 

OTHER _ 


KNEE STRIKE I ! 


IMPACT MUNITiON 
jn Box 40) 


32. SUBJECT ALLEGED INJURY? 


I j 02 Under Influenca 
05 Rsfusftd Msdicai Aid 


i ^ DNA 


ASSA!LART;DSADLY FORCE 


USES FORCE LIKELY TO 
CAUSE DEATH OR 
GREAT BODILY HARM 


OTHER USED VEHICLE TO STRIKE OFFICEF 




41. WEAPON TYPE 

[ ] 04 SEMI-AUTO PISTOL 

' I 01 RSVOl.VSR 

[""] 05 CHEMICAL WEAPON 

I I 02 rifle 

1_ 1 06 TASER (Protie 0i5C,>iarg9) 

[”“1 03 SHOTGUN 

r~1 07 OTHER 


42. INCIDENT OCCURRED 
I j Indoors Ouldoofft 


45. MAKS/MANUFACTURER 


4$. lighting CONDITIONS 

Q 01 DayiigW 

□ O2Nj0nt □ 03 Dawn 

Q 04 Dusit 

Q 05 PoorArtlflcifii 

^ 0$ Good ADfidsI 


44, WEATHER CONDITIONS 

CLBm 


49. TASER DART ID NO. 


5Q. WEAPON SERIAL No. (incivda Letters) 


SI. CHICAGO GUN REG. NO. 


152, IL FIREARM OWNER iD, NO. 


153. HANDGUN CERTIF-iCATE NO, 


54, SPECIAL WEAPON CERTIFICATE NO, 


55. PROPERTY INVENTORY NO. 


858. TYPE OF AMMUNITION USED 


157.NO. OP WliAPONS DISCHARGED BY 
THIS MEMBER. 


58. TOTAL NO. OF SHOT S MEMBER 
FIRED 


59 WHO FIRED FIRST SHOT [”] 03 OTHER fSPECiFWI |6C. WAS FIREARM RELOADED €1. NOOF CATORJDGES/ 

j DURING INCIDENT SHOT SHELLS 

□ 01 MEMBER □ 02 OFFENDER § Q 01 YES □ 02 NO RELOADED 


S3- HOW WAS MEMBER'S HANDGUN DRAWN Q 03 OTHER (SpecfF/) 
□ 01 STRONG SIDE DRAW [J 02 CROSS DRAW 


66. DESCRIBE PROTECTIVE COVER USED (LIGHT POLES, DOORWAYS, C/*^, FURNITURE, ETC) 


68. PERSON/OBJECT STF?UCK AS RESULT OF THE DISCHARGE OF MEMBERS WEAPON 
□ 01 PERSON □ 62 OBJECT Q 03 BOTH □ 04 UNKNOWN 


62. HOW WAS MEMBER'S HANDGUN WORN QoS OTHER (Spacify) 
G 01 RT. SIDE (WAIST) Q 02 LT. SlOE (WAIST) 


SPECIFY METNOO/EQUIPMENT USEO TO RELOAD 65. DID MEMBER USE SIGHTS 

□ 01 YES □ 02 NO 


67. DISTANCE BETWEEN INVOLVED MEMBER & OFFENDER WHEN FIRST SHOT WAS FIRED 
□ 010-05 FT- □ 02 OS-10 FT. □ 03 10-15F-T. [j OVER 15 FT. 


69. POSITION OF MEMBER DISCHARGING WEAPON □ 01 STANDING □ 02 LYING DOWN 
[“] 83 SITTING □ 04 KNEELING □ 05 OTHER (SPECIFY) 



NOTiFICATiONS {OC OR TASER iNGIDENT): □ OEMC K DESK SGT.S W.C./DiST. OF OCCUR. 

WOTIFiCATlONS (FIREARM iNCIDENT): □ OEMC □ DESK SGT.& W-C./OIST. OF OCCUR, □ OP COMMAND □ DET. DiV. 

Members will ensure that all required notifications and aH witnesses to this use of force are docurriented in the appropiate case report. 


75. REPORTING MEMSER (P*l Nsms) 

STAR(EMM.OYEE NO. 

KROLL, ANDREW J 


13.0CT.2g11 03:33:47 




Reviewing supervisor will ensure the legibility and completeness of this report and attest by entering the required information below. 


OATe REVIEWED TIME 

13-OCT-aOII 03:35:17 




1128600168 HT540320 










































































































































































WATCH CO^I^AHOER/OCiC REVIEW 


THE WATCH COMf^AHDER WiLL COMPLETE THE REVIEW SECTION FOR 1.) ALL iNC?DENrs THAT DID HOT SNVOLVE THE DISCHARGE OF A FIREARM; 2.) f-iREARM DISCHARGE 
INCIDENTS INVOLVING THE DESTRUCTION OF AN ANIRAAL OR; S.) ACCIDENTAL DISCHARGE CF A FIREARM NOT RESULTING EN AH INJURY TO ANV PERSON. 

•WE AOS WILL COMPLETE THE REVIEW SECTION FOR ALL INCIDENTS INVOLVING; 1) THE DISCHARGE CK= A FIREARM OR IMPACT MUNITIONS BY OR AT A DEPARTMENT 
MEMBER EXCEPT FOR AN ANIMAL DESTRUCTION OR AN ACCIDENTAL DISCHARGE Te<AT DOES NOT f^SULT IN AN INJURY TO ANV PERSON; 2.) MEMBER'S USE OF FORCE 
8¥ WHATEVER MEANS THAT RESULTS IN THE DEATH OF A PERSON; 3.) ANY LESSER USE OF FORCE BY A DEPARTMENT MEMBO^ WHEN THAT USE OF FORCE STEMS FROM 
THE SAME INCIDENT DESCRIBED HERE IN 1 OR 2. 


75. SUBJECTS STATEMENT REGARDING THE USE OF FORCE 


UNA8LE TO INTERVIEW (Snedfy Rsason) 


On-going investigation by Area Detectives in pursuit of feiony charges for Agg Batt to PO. 


78, WATCH COMMANDER-^OCIC RATIONALE FOR BOX 7? FINDING 


During investigation by Officers into narcotic trafficking by o^ender, the offender attempted to ftee from OWicers and evade arrest by crashing a vehicle ito the 
Officers vehicle, knowing that her arrest was imr^^inent and that those approahcing in a vehicle were Police O^icers. The Officers sustained minor iirjury as 
did the offender. Aii of the actions by the Officers were taken In the furtherance of their investigation and their attempt to question the offender when the 
unprovoked violent attack on the Officers took place. 


77. WATCH COMMANDER/OCiC FINDING BASED UPON CURRENTLY AVAILABLE INFORMATjON: 


gj i HAVE CONCLUDED THAT THE MEMBER'S ACTIONS 
WERE IN COMPLIANCE WITH DEPARTMENT 
PROCEDURES AND DIREC fiVES. 


78. WATCH COMMANf3}:R/OCiC (Print News) 


□ I HAVE CONCLUDED THAT FURTHER INVESTIGATION IS REQUIRED. 



DATE COMPLETED 


13-OCT-2D11 03:42:48 


78. DISTRIBUTION OF ORIGINAL TFIR; 

A TRR PACKET. INCLUDING THE TRR AND COPIES OF THE BELOY7 LISTED ATTACHMENTS WILL BE FORWARDED TO THE OFFICE OF PROFESSIONAL STANDARDS. 


ATTACHMENTS - PHOTOCOPIES OF; □ SUPPLEMENTARY REPORT 
□ CASE REPORT g OFFICER SATTERY REPORT 


□ LO.D. REPORT 

□ CR INITIATION REPORT 


80. TOTAL TRR'S THIS EVENT No. 


i”} ARREST REPORT 


□ TO-PROM-SU8JECT REPORTS FROM DEPARTMENT WTTNESS(ES) 






















